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ABSTRACT 

This paper describes an analysis of the potential of an airborne hyperspectral imaging IR instrument to infer 
wake vortices via turbine jet exhaust as a proxy. The goal was to determine the requirements for an imaging 
spectrometer or radiometer to effectively detect the exhaust plume, and by inference, the location of the wake 
vortices. The effort examines the gas spectroscopy of the various major constituents of turbine jet exhaust and 
their contributions to the modeled detectable radiance. Initially, a theoretical analysis of wake vortex proxy 
detection by thermal radiation was realized in a series of simulations. The first stage used the SLAB plume 
model to simulate turbine jet exhaust plume characteristics, including exhaust gas transport dynamics and 
concentrations. The second stage used these plume characteristics as input to the Line By Line Radiative Transfer 
Model (LBLRTM) to simulate responses from both an imaging IR hyperspectral spectrometer or radiometer. 
These numerical simulations generated thermal imagery that was compared with previously reported wake vortex 
temperature data. This research is a continuation of an effort to specify the requirements for an imaging IR 
spectrometer or radiometer to make wake vortex measurements. Results of the two-stage simulation will be 
reported, including instrument specifications for wake vortex thermal detection. These results will be compared 
with previously reported results for IR imaging spectrometer performance. 

Keywords: radiometer, Fourier transform spectrometer, wake vortex, atmospheric modeling, numerical simu- 
lation 


1. INTRODUCTION 

Currently, there is no reliable commercially available airborne instrument capable of wake vortex detection in all 
weather conditions. Previous efforts have concentrated on active sensors, such as radar, to measure the velocity 
of hydrometeors. Most commercial aircraft are equipped with X-band Doppler radar. This system is designed 
to measure line of sight velocity relative to the sensing platform. However, this is a drawback as the rotation of 
the wake vortex flow is nearly perpendicular to the line of sight of an instrument on a following aircraft. 

One potential solution is detection by a passive IR imaging Fourier transform spectrometer (FTS) or radiome- 
ter. In this context, a passive sensor is a receiver of electro-magnetic energy only, and in this application, the 
spectrum of interest is in the IR band from about 650 cm -1 to 3350 cm -1 . Throughout this paper, IR spectrum 
data is referred to in units of wavenumber (cm -1 ) or inverse wavelength. An imaging FTS employs an array of 
photodetectors. If mounted on an aircraft in a forward looking configuration, an imaging IR hyperspectral FTS 
instrument could measure the high resolution temperature structure of the atmosphere ahead of the aircraft. 
This investigation applied knowledge of IR spectrometer or radiometer measurement performance based on jet 
exhaust entrained in wake vortices generated by an aircraft in varied atmospheric conditions as the determinant 
for discovering instrument requirements. 

The IR FTS has shown promise in previous feasibility studies. In Gimmestad et al., the authors indicated that 
an airborne radiometer could be used to detect icing, volcanic ash, and turbulence, three of the main aviation 
hazards facing pilots. 1 A single instrument that can perform all of these measurements is very desirable. This 
research was continued with simulations of clear air turbulence, runway surface state, volcanic ash, icing, wind 
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shear, and wake vortices and results of field deployments with two different IR FTS instruments. 2 4 Additional 
efforts to characterize imaging IR spectrometers to detect wake vortices was conducted. 5,6 In these studies, both 
long wave IR (LWIR, 700 to 1300 cm -1 ), midwave IR (MWIR, 2000 to 3300 cm -1 ) spectrometer bands were 
investigated. Both Fourier Transform Spectrometer and imaging IR radiometers were investigated, but only for 
the indirect thermal measurement of the atmosphere as a means of detecting the wake vortices. The target 
aircraft for this prior work was the Boeing B747, and will remain the same with this current effort. This research 
builds on previous efforts while exploring spectrometer requirements for this aviation hazard application. 

The concept of an airborne spectrometer for remote detection of atmospheric species is not novel. Indeed, 
this type of instrument has been used to detect exhaust gases 7 and chemical signatures, 8 two of many examples. 
The interest for these prior researchers was for remote measurement of exhaust gas constituent concentrations, 
but not as a proxy for wake vortices. This prior work makes the current research more feasible in concept. 

In this paper, initial results are presented along with particular imaging IR spectrometer or radiometer 
requirements. The next three sections include a brief review of relevant research, a description of how the SLAB 9 
model was implemented to generate a jet exhaust plume, and an overview how the LBLRTM 10 model was used. 
The overall simulation attempts to examine jet engine exhaust as a tracer for wake vortex detection. The SLAB 
model computes exhaust gas concentrations and the LBLRTM model simulates spectrometer responses to the 
exhaust gases. The next section includes an analysis of the wake vortex thermal imagery results. The paper 
concludes with a discussion of results, a description of the indicated instrument requirements for wake vortex 
detection, and recommendations for future research. 

2. PRIOR STUDIES 

Of interest for this research was turbine engine exhaust interaction with wake vortices and the possibility of 
using this enhanced flow for wake vortex detection. A review of prior studies was conducted to determine 
turbine jet exhaust concentrations and temperatures. The time duration and strength of the vortices as well as 
their approximate physical structure was of interest for these simulations. 

As noted in Gerz et ah, during the cruise phase of flight, the exhaust jet diffused quickly with ambient air 
creating a turbulent region of flow with elevated temperature. 11 Some of this exhaust was then wound around 
each vortex, creating a warmer cylinder around a cooler core. Jet engine wing location relative to the wingtip 
has an impact on the extent of mixing. The outer engine location, relative to the wingtip for a Boeing B747 
four-engine commercial aircraft, is estimated as 30 percent of wing span from the wingtip. 12 Wing span is the 
distance between the wing tips. In comparison, a similar estimate was made for a Boeing B777 using wing span 
information. 13 For this two-engine aircraft configuration, the engines are located at 60 percent of wing span from 
the wingtips. Mature vortices were reported by Gerz et al. to be located at about 11 percent of span from the 
wingtips, so four-engine configurations are more likely to have pronounced wake vortex engine jet interactions. 11 

Schilling et al. simulated exhaust dispersion for the Boeing B747 case. 14 They found that the outer jet 
engines’ exhaust was entirely entrained within the wake vortices. In addition, they found that the inner engines 
produced exhaust that wrapped around the vortices at a much larger radius. Regarding the time duration, the 
authors found that this combined system of entrained exhaust was fully formed at 30 s and remained intact up 
to 120 s after initiation. 

In a study of the effect of wake vortices on the entrainment and diffusion rate of exhaust gases, Gamier et 
al, used a numerical model for a Boeing B747 up to 30 s after initiation. 15 Their results were compared with 
measured data and showed good agreement for axial tracer concentrations. They found that turbulence had less 
of an effect on the entrainment process in the near field (up to 30 s after initiation). Their results indicate that 
a simple plume model for the jet exhaust can be used in the near field. 

Curtius et al. reported measured temperature differences across vortex cores ranging from 0.8 to 1.4 °C for 
distances behind the generating aircraft ranging from 400 to 800 m. 16 These results were for an VFW-Fokker 
614 aircraft, 17 one-third the wing span and 1/20 the maximum takeoff weight of a Boeing B747. 12 The Fokker 
aircraft was powered by two Rolls- Royce/Snecma M45H turbines, with about 8 times less thrust than the typical 
B747 turbine. Although an underestimate, the 0.8 to 1.4 °C temperature range (and distance) was used as a 
basis in this research for the exhaust gases entrained within the wake vortices. 



Table 1: SLAB Parameters 


Parameter 

Value 

Parameter 

Value 

Source Type 

Horizontal Jet 

Relative Humidity 

15 % 

Source Duration 

600 s 

Source Temperature 

580 K 

Source Area 

0.8 m 2 

Surface Roughness Height 

30 m 

Averaging Time 

1 s 

Downwind Distance 

2000 m 

Wind Speed 

8 m/s 

Ambient Temperature 

269 K 


Gago et al. found that a mature wake vortex was found to survive after entrainment of jet exhaust in 
a numerical model simulation. 18 The authors performed a temporal direct numerical simulation of a heated 
jet mixing with three-dimensional turbulence and a wake vortex. Their results illustrated that vortex core 
temperature does not change after jet exhaust entrainment. The exhaust gas was rolled up around the core and 
as a result, dissipated more quickly. The model simulation did not include IR active gases such as H 2 O and CO 2 . 

With regard to the time duration of the wake vortices, Rahm et al. reported values of normalized circulation 
versus normalized time based on data from an airborne lidar. 19 The authors found that circulation strength 
dissipated by two-thirds after a time of about 30 s. Note that vortex decay time is strongly influenced by the 
level of ambient turbulence. The time period of interest extends while the vortices have circulation strength 
greater than 150 m 2 /s (or about one third of the lower bound of the Boeing B747 initial circulation strength). 
Note that the initial circulation strength was reported by Nelson et al. in the range of 400 to 600 m 2 /s. 20 

A summary of jet exhaust entrainment in vortices includes these key features determined from prior research: 
vortex core has elevated temperature up to 1.4 °C; vortices remain intact with significant circulation strength 
up to 120 s after initiation; a plume model can be used in the near-field; and light turbulence tends to increase 
vortex dissipation rate. The next question to resolve is the magnitude of the active IR gas concentrations within 
the entrained exhaust. 


3. JET EXHAUST SIMULATION 

The SLAB model was used for modeling turbine jet exhaust gas concentration. This model computes concen- 
trations of a gas as it disperses in the atmosphere. Among four different source modes, the one used for this 
research was horizontal jet. The resulting plume is the time- averaged concentration depending on various input 
parameters that specify the atmosphere and the selected gas. A similar approach to modeling exhaust dispersion 
and entrainment within wake vortices used a box model and associated gas concentration profiles. 23 For this 
research, the SLAB model was executed several times for varied altitudes to match the spectrometer as observer 
altitude. In Section 2, a review of the scientific literature suggested that wake vortex detection using jet exhaust 
gas as a proxy was possible. This section describes a modeling effort to simulate concentrations of jet engine 
exhaust gases entrained within a wake vortex. 

Specific exhaust gas constituents were determined from the jet fuel combustion reaction. Jet fuel was repre- 
sented as dodecane, with molecular formula Ci 2 H 26 - As reported in Spicer et al., incomplete combustion and 
high reaction temperatures result in many products including numerous hydrocarbon fraction components as 
well as NOx gases. 24 For this research, jet exhaust was modeled using the following incomplete combustion 
reaction: C 12 H 26 + N 2 + 1502 ! 2C + 2CO + 7 CO 2 + NO + NO 2 + CH 4 + 11H 2 0. Next, the molar ratios 
of the various exhaust products were estimated based on measured concentrations of CO 2 . Black carbon (soot), 
though in the equation, and SO 2 are products of jet fuel combustion that were not included in this research. 
These two products are intended to be examined in future research. The next step is to determine atmospheric 
gas concentrations of the other products. 

Gas concentrations were determined using the following steps: use research literature to estimate Boeing B747 
fuel consumption rates, derive a dodecane combustion rate, then use stoichiometric ratios from the incomplete 
combustion equation to compute gas product source concentrations at the jet nozzle. These values are then used 
as inputs to the SLAB model for mass flow rate at the jet nozzle for each different gas. Knowing the approximate 
concentration at the source, the SLAB output is then used to create an atmospheric model containing the jet 




Figure 1: Geometry for FTS Simulations. A typical ray is shown penetrating a wake vortex, extending from the 
top of the atmosphere to a FTS mounted on an aircraft. 


exhaust plume with each gas constituent spatial concentration. This plume is then embedded in an atmosphere 
that is then used as input to LBLRTM. 

At a General Electric jet engine facility, [CO 2 ] was measured directly behind a CFM-56 turbine engine. 24 
In particular, gas concentrations from their results were interpolated to yield [CO 2 ] = 3.16 10 4 ppmv for a 

fuel flow of 1424.28 kg/hr. This particular fuel flow compared favorably with the reported value from Schulte et 
al. 25 Data were selected from a ground-based study and an in-situ flight study. In both studies, a nondispersive 
infrared sensor was used to measure [CO 2 ] in CFM-56 turbine jet engine exhaust. This particular turbine jet 
engine is often used on Boeing B747 aircraft. 

For all SLAB runs, the following parameters for each gas were input to the model: molecular weight, vapor 
heat capacity, boiling temperature, heat of vaporization, liquid heat capacity, liquid density, and liquid mass 
fraction. In addition, other SLAB input parameters include the horizontal jet height, mass source rate, and 
atmospheric conditions listed in Table 1. The molar ratio in the incomplete combustion reaction determined the 
mass source for each gas which then remained constant for that gas and for any changes in observer altitude. 

Using the steps listed above, the jet exhaust plume gases had the following source concentrations: [H 2 0] 
5177 ppm, [CO 2 ] 3295 ppm, [CO] 941 ppm, [CH 4 ] 471 ppm, [N0 2 ] 471 ppm, and [NO] 471 ppm. Each of these 
concentrations are consistent with measured values reported in the literature, 26 . 27 These values were input to 
SLAB in separate runs to compute plume concentrations. This model simulates the dispersion of gases as a 
Gaussian plume in the atmosphere. SLAB only models one gas species as a plume in the atmosphere at a time, 
and as such, was computed separately for each exhaust gas constituent. All of the separate SLAB runs for each 
gas were then combined into a single jet exhaust plume. Measured concentrations of exhaust gas constituents 
compare well with this estimated plume. 28,29 

In this research, the exhaust plume is assumed to be completely entrained in the wake vortex. The second 
inner exhaust plume that would normally wind around the entrained outer exhaust plume is not modeled. 
Further, the exhaust plume composed of all the separate gases is used to estimate the gas concentrations in the 
near held region. In this idealistic scenario, turbulence is not modeled. Indeed, turbulence tends to increase 
dissipation of the vortices - making them less of an aviation hazard. Also, no cross winds nor shear winds are 
modeled. Again, these hows only tend to disrupt the vortices. The result of these assumptions is a worst-case 
scenario in terms of aviation hazard, but an idealized best-case for spectrometer detection. The next section 
describes the spectrometer modeling process. 



Table 2: 

Overall LBLRTM simulation parameters 

Type 

Parameter 

Range or Value 

Aircraft 

Altitude (km) 

0, 1, 3, 6 and 10 

FTS 

LWIR Band (cm- 1 ) 

870 - 1330 

FTS 

MWIR Band (cm" 1 ) 

2000 - 3330 

FTS 

Spectral Resolution (cm -1 ) 

0.5 (unapodized) 

FTS 

Image Pixel Array 

26 by 26 

FTS 

Elevation Angle (degrees) 

5 

Wake Vortex 

Separation Distance (km) 

0.5 

Wake Vortex 

Wake Vortex Depth (km) 

0.3 


4. SPECTROMETER SIMULATION 

The LBLRTM, described by Clough et al., is a highly configurable model for the computation of radiant flux 
in the atmosphere . 30,31 The user supplies an atmospheric description including gas concentrations and pressure 
levels. The model assumes a plane parallel atmosphere of multiple layers with radiance estimated along any 
specified ray defined by zenith angle 0 and azimuth angle <h, as shown in Figure 1. The output of the LBLRTM 
is radiance, in units W/cm 2 /sr/cm -1 . The term “FTS” is used here but could also refer to a radiometer of 
similar capability. 

For this research, the LBLRTM was used as the basis for simulation of an imaging IR FTS. An FTS image 
consists of an array of pixels. Each pixel was simulated as a single ray through the atmosphere. This radiative 
model requires a monotonically increasing atmosphere, a constraint that imposes an upward looking geometry. 
As shown in Figure 1, an example optical ray originates at the top of atmosphere (TOA) and extends through 
the wake vortex (wake vortex length was 300 m) to an upward looking IR FTS instrument on the ground or 
mounted on a following aircraft (at 500 m from the vortex). The geometry was the same for changes in altitude 
for the aircraft mounted cases. The figure depicts an array of pixels, although for this research, only a subset of 
pixels across the vortex are required. The question is how much temperature or gas concentration difference can 
be detected by a spectrometer. 

A ray, or collection of points on a line, was used as input to the LBLRTM. This model solves the radiative 
transfer equation based on atmospheric state specifications. The result was a spectrum of radiance estimates for 
each pixel over a specified IR band. As each pixel of the two-dimensional image had an associated IR spectrum, 
the collection of all image spectra formed a three-dimensional FTS data cube. Atmospheric thermal variations 
between the FTS and the wake vortex were not simulated. The rays were chosen to penetrate that a portion of 
the entrained wake vortex region. Each point along a ray was defined by Z-axis height, zenith angle relative to 
local vertical, and temperature and jet exhaust gas concentrations embedded in the U.S. Standard Atmosphere . 32 

The HITRAN database includes spectroscopic parameters used by LBLRTM for each atmospheric gas at each 
wave number . 33 A subset of this database was created using an LBLRTM associated program called Line File 
(LNFL). This code extracted the gas parameters from the HITRAN database and performed various corrections, 
including those for temperature, pressure, and line coupling. The subset of gas parameters was then used as 
input to LBLRTM. Both of these computer programs and the HITRAN database were retrieved online . 10 The 
FORTRAN source codes were compiled using GNU Fortran Compiler (GCC) version 4.9.0. 

Single pixels from a theoretical FTS were simulated using the parameters listed in Table 2 . The spectral range 
of wave numbers used for all LBLRTM runs was 650 cm -1 to 3330 cm -1 encompassing the LWIR and MWIR 
ranges. Also, for all runs, the unapodized spectral resolution was 0.5 cm -1 . Several runs were performed using 
only a subsample of the total spatial image extent. The goal is to examine the temperature and gas constituent 
differences between jet exhaust and non-jet exhaust pixels. 

The LBLRTM model has the user settable feature of selecting particular atmospheric gases and their respec- 
tive concentrations. The selected gases included: H 2 O, CO 2 , CO, NO 2 , NO, and CH 4 . The SLAB data fields 
were spatially interpolated into the Standard Atmosphere at the desired altitude. Also, all FTS simulations were 
computed in the absence of clouds, aerosols, or any thermal sounding variations. 
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Figure 2: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the LWIR 
band 600 cm -1 to 1400 cm -1 at altitude 3 km and 5 degree elevation. 
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Figure 3: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the LWIR 
band 600 cm -1 to 1400 cm -1 at altitude 6 km and 5 degree elevation. 


LBLRTM rays extend from the TOA at about 100 km down to the spectrometer observer altitude. However, 
the SLAB vortex data were computed for a specific initial altitude descending over time. In order to perform the 
simulation at higher altitudes, temperature and exhaust gas concentrations were adjusted to be consistent with 
corresponding values of the U.S. Standard Atmosphere at the specified pressure altitude. Time after passage of 
the aircraft was modeled as decreases in temperature and in exhaust gas concentrations as the exhaust plume 
spread and diffused. The elevation angle 0 = 5 degrees was selected assuming the geometry of two aircraft 
cruising at different altitudes. A higher leading- aircraft will generate vortices that descend into the path of the 
following aircraft. This geometry was assumed for all simulations at all altitudes. 

Finally, as with all simulations, some compromises were necessary. The LBLRTM output was restricted 
to radiance along each azimuth ray. Surface emission and upwelling radiance were not considered. Direct 
solar radiation was not considered although the LBLRTM can model the sun at some azimuth and elevation 
relative to the point of view. Also, modeling multiple rays per array pixel was excluded because it exceeded the 
acceptable computational time threshold. Neither atmospheric scattering effects nor atmospheric hydrometeors 
were included in the model. Also, the modeled FTS is theoretical and does not include instrument responses 
(e.g. detector and/or noise response functions). 
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Figure 4: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the MWIR 
band 2000 cm -1 to 2900 cm -1 at altitude 3 km and 5 degree elevation. 
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Figure 5: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the MWIR 
band 2000 cm -1 to 2900 cm -1 at altitude 6 km and 5 degree elevation. 


5. SIMULATION RESULTS 

In a prior result, Daniels et al. found that an imaging IR FTS could detect wake vortices based on temperature 
differences . 5 However, for this to be achieved, the scene would necessarily need sufficient thermal contrast across 
pixels that encompassed the wake vortices. As a result, for this application, one major feature is the relative 
amplitude of the radiance difference across the IR spectrum. This radiance difference is the result of thermal 
differences across the IR spectrum due to the entrained jet exhaust compared to the ambient sky background. 
This feature enables a quick comparison of the radiance between just two pixels. Furthermore, the two pixels 
can be differenced to remove contributions to spectrum due to the background for a particular elevation and 
altitude viewing geometry. A series of plots of these differences are shown in subsequent figures. The pixel with 
the greatest levels of exhaust gas concentration is selected in each case. 

Figure 2a is a plot of the radiance spectrum over the LWIR at the maximum radiance difference at an altitude 
of 3 km and an elevation of 5 degrees. The data in this plot is plotted as brightness temperature for the same IR 
band in Figure 2b. The brightness temperature plot illustrates more detail in the spectral difference, particularly 
in the 2700 cm -1 to 2900 cm -1 band. For this LWIR band, the active gases are CO 2 , H 2 O, N 2 O, CH 4 and CO. 

A similar pair of plots of the radiance spectrum over the LWIR are shown in Figure 3a and 3b. These plots 
show the result computed at altitude 6 km and elevation 5 degrees. As with the prior plots at 3 km, a comparison 
of radiance plot versus brightness temperature plot reveals the spectral detail due to water vapor at the each 
end of the LWIR band. 
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Figure 6: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the intermediate 
IR band 1400 cm -1 to 2000 cm -1 at altitude 3 km and 5 degree elevation. 
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Figure 7: Plots of radiance (a) and brightness temperature (b) emission spectrum differences over the intermediate 
IR band 1400 cm -1 to 2000 cm -1 at altitude 6 km and 5 degree elevation. 


A comparison of the two pairs of plots at 3 km versus 6 km altitude illustrate the impact of the decrease 
in IR absorption due to the decrease in overall emitted radiance at the higher altitude. The exhaust gas 
concentrations have not changed, however, the ambient temperature at the higher altitude has decreased. Along 
with this decrease in temperature is an increase in the cooling rate for the exhaust gas plume. As a result, note 
that the amplitude of the radiance differences has decreased by two orders of magnitude for only a change in 3 
km in altitude. While these plots might indicate an adequate signal for using exhaust gas a proxy for the wake 
vortices at the lower altitude, the significant attenuation at the higher altitude places a greater requirement on 
the sensitivity of an on-board spectrometer. 

A similar set of plot pairs is shown in the MWIR band in Figure 4a and Figure 4b at 3 km altitude, and 
Figure 5a and Figure 5b at 6 km altitude. These two pairs of plots are of the same two pixel differences and 
geometry as in the previous case except computed in the MWIR band. As before, a marked decrease in amplitude 
is evidenced by the extreme change in radiance amplitude (the plot in Figure 4a is 2 orders of magnitude greater 
than that of Figure 4a). 

While current IR detectors are sensitive over specific spectral bands (MCT for LWIR vs InSb for MWIR), 
regardless of the detector technology, what IR thermal difference signal due to the jet exhaust is available in the 
intermediate IR band? To answer this question, a set of LBLRTM runs were performed over the intermediate 
IR spectral range from 1400 cm -1 to 2000 cm -1 . 

The intermediate band was investigated for any potential thermal difference signal as shown in the Figure 
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Figure 8: LWIR spectral radiance difference for jet exhaust plume. Plot of radiance difference emission spectrum 
integrated over the LWfR band versus exhaust gas as a percentage of maximum source concentration at different 
altitudes and 5 degree elevation. 


6a and Figure 6b at 3 km altitude and Figure 7a and Figure 7b at 6 km altitude. As in the sets of plots for 
the other two IR bands, these figures reveal the various exhaust gas IR signatures. In particular, the CO 2 (large 
peak at about 1600 cm -1 ) and H 2 O (continuum centered around 1900 cm -1 ) components can be seen in the 
plots. Unfortunately, the change in altitude from 3 km to 6 km results in a decrease in amplitude of 5 orders of 
magnitude. 

An examination of the two pixel radiance differences in the intermediate IR band and a comparison to the 
levels computed for the LWIR and MWIR bands reveals the lack of a usable signal at 6 km altitude. This result 
precludes any consideration of using the intermediate IR band for this application. 

Another downselect option is afforded by a comparison between the LWIR and MWIR brightness temper- 
ature differences. Specifically, the LWIR band spectral response is greater than that of the MWIR band. For 
this application, the entrained exhaust gases will, over time, lose their thermal contrast or difference with the 
background sky, effectively rendering the wake vortex undetectable by the spectrometer. As the LWIR band has 
a greater thermal difference, it is more desirable than the MWIR band. 

A series of SLAB/LBLRTM runs were performed at different altitudes and source gas concentrations for 
the LWIR band. The exhaust gas at the source (jet nozzle) was varied from 0% to 100% as the altitude of 
the observing spectrometer was varied from 0 km to 10 km. The resulting two pixel difference spectra were 
integrated over the LWIR band. The integrated LWIR spectral radiances yielded a single value for each source 
gas exhaust concentration and at each altitude. The results of this series of SLAB/LBLRTM runs is shown in 
Figure 8. 

The data in Figure 8 can be used to estimate the minimum spectrometer response required for this application 
under varying altitude conditions. For example, the change in integrated spectral radiance for an increase in 
source gas concentration from 20% to 30% is the difference in the computed radiance at these two levels, or 
3.2xl0 -7 W/cm 2 /sr. As the slopes of all four plots in the figure are approximately equal, this radiance difference 
appears to be altitude invariant. Using the data in this plot, similar minimum spectrometer signal levels can be 
estimated between different source gas concentrations for the LWIR band. Note however, that at a minimum, 
the spectrometer must be capable of detecting the signal level corresponding to a threshold minimum source gas 
concentration. For these estimate, a 20 % source gas concentration requires a corresponding detection level of 
4.2xl0 -6 W/cm 2 /sr. 

In prior research, Daniels et al. reported a minimum signal level for an imaging radiometer to have a minimum 
brightness temperature sensitivity of 2 mK and a minimum spectral resolution of at least 16 cm -1 . 6 The authors 


50 



Wavenumber (cm* 1 ) 

Figure 9: LWIR brightness temperature difference for jet exhaust plume. Plot of brightness temperature differ- 
ence emission spectrum for the LWIR band and minimum exhaust gas source concentration at 10 km altitude 
and 5 degree elevation. 


recommended five potential spectral bands, two of which match those determined in the current research. In 
particular, the 670 cm -1 to 750 cm -1 and 1250 cm -1 to 1450 cm -1 bands match those in the prior research and 
are again recommended based on exhaust gas as a proxy. 

To estimate the minimum detectable brightness temperature requirement for an airborne spectrometer, the 
plot of the LWIR brightness temperature difference at atltitude 10 km, as shown in Figure 9, can be used. In 
the plot, the brightness temperature difference in the spectral band 670 cm -1 to 750 cm -1 has an amplitude of 
about 15 K. From this value, an extimate of the minimum detectable brightness temperature requirement can be 
set to 1/10 of this level, or 1.5 K. This is much greater than the estimate of 2 mK for the minimum spectrometer 
performance requirement as previously reported. 6 

6. CONCLUSION 

Simulated wake vortices having realistic temperature and exhaust gas data were generated by means of the SLAB 
model. The combined single gas outputs of this model were used for the input atmosphere to the LBLRTM model. 
An imaging IR spectrometer instrument was simulated by means of the LBLRTM model, enabling investigation 
of the effects of temperature, water vapor, jet engine exhaust, distance, altitude, and elevation angle. A jet 
exhaust signal was revealed in the IR spectral data over two spectral bands, 670 cm -1 to 750 cm -1 and 1250 
cm -1 to 1350 cm -1 . These two narrow IR bands correspond to CO 2 and H 2 0, the two main chemical products 
of the incomplete combustion of jet fuel. For wake vortex detection using jet exhaust as a proxy, a recommended 
imaging radiometer should be sensitive within these LWIR spectral bands. 

This recommended instrument must be capable of detecting a minimum radiance difference of at least 
3.2xl0 -7 W/cm 2 /sr. Assuming fully entrained jet exhaust within the modeled wake vortex, the recommended 
instrument detection performance is greater than the minimum spectral response that was previously reported. 

In terms of radiance differences, modeled jet exhaust was found to be an enhancement or proxy for detecting 
wake vortices. Results with only modest increases in hydrocarbon combustion gas concentrations revealed much 
stronger exhaust spectral radiance signatures than mere temperature and absolute humidity changes due to 
vortices; however, the location of the jet engines relative to the wing tips becomes critical for exhaust gas rollup 
to occur. In the terminal area, a higher concentration of ambient exhaust gases would interfere with an exhaust 
gas based thermal detection scheme. 
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